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NARA RG104, Entry 1, Box 159 


Dental Apartments 
Seneca B. Brown, M.D. D.DS. 
Fort Wayne, Ind. 


September 9, 1889 
Medal Clerk, U.S. Mint 
Dear Sir 


I left an order with you Aug. 15th last for 8 gold dollars, which have not been received. Is 
there any mistake? 


Very Respectfully, 
S.B. Brown 


[Enclosed note: ] 


S.B. Brown 

Ft. Wayne, Ind. 
15 Bank Block 
Registered Paid 
10 cents 


